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*ARMY Declass/Release Instructions On File* 


ACSI-CI 


g MAR 1958 


MEMORANDUM FOR: DIRECTOR OF CENTRAL INTELLIGENCE 
ATTENTION: Mr. Reber 

SUBJECT: Unit Designation of Personnel (U) 


The unit designation of the following-named individuals should be 
changed from Office of the Chief Signal Officer to Electronics Defense 
Laboratory on the personnel records: 


Mr. Kenneth E. Regenos 
Mr. Robert R. Fossinn 


CLAIR S. KEENA 

Lt Colonel, GS 


MORRIS B. MONTGOMERY 
Colonel , GS 

Chief, Intelligence Support Branch 
Collection Division 
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